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SECRET 


i An 3260-63 
13 June 1963 


WEMORANDUM FOR: Chief, Contracts Division, O8A 


SUBJECT : STL ECP 3~25-ABC and ECP 6-22-A 


subject ECP’s are approved for the Project. Request 


you notify the contractcr and[_ sik: accordingly. 
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eting Chier, Haterie ivision 
Of A= 90/R 
CONCTR: 
Pa! 5 AO RE ee Sohn C3601 
COMMO/OSA * ey Rak.) * eimoer 
HY / ieee ple Gass oe. 8s 
ee: J/FA/OBA 
COMMG/OBA 
O0/OBA 
NOTE: ECP 3-25-ABC will provide a capability to limit osciliator 


activity in System 3 to a minimum without degrading lock-on 
sensitivity and will reduce the possibility of the System 
self-locking on to radiated oscillator signals. In addition, 
this mod provides a method for adjusting the first local 
oscillators in the RF Assemblies for optimum activity. 

raven t 
ECP 6-22-A This mod will eae saturation of the System 6 
Info Amplifier, MP13131, when used in conjunction with the 
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